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(4) Prior approval will be obtained from Chief, KUSOM. 

before disposal of any safekeeping equip- 
ment, polygraph machines and similar sensitive security 
type materiel* 

2. Paragraphs 1, 2 and 4 of reference (b) remain unchanged. 

(signed) H. Gates Lleyd 

a. gates hxwd 
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